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Read and save these 
instructions. 



Dear Sharper Image Customer, 

Thank you for your purchase of a Sharper Image product. 
We appreciate your business very much. 

Please accept my personal assurance of your complete sat- 
isfaction with this product s quality and performance. We 
offer generous return privileges and excellent warranties 
on all our products. 

For more than 25 years, The Sharper Image has shared 
the fun of discovering innovative products that make life 
better and more enjoyable. We've been in business a long 
time because we are an exciting place to shop and — just 
as importantly — we strive to deliver great customer 
service that exceeds your expectations. 

Enjoy your purchase! 

Respectfully, 



Richard Thalheimer 

Founder, Chairman and Chief Executive Officer 



Call 1-800-344-4444/or 24-7 ordering 
and customer service, 
orgoto www.sharperimage.con 

our complete online store. 
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Instructions 

D iagram of Parts 
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D iagram of Parts 



1. Telescoping Antenna 

2. Backlight Button 

3. Clock LCD Screen 

4. Hand Crank 

5. Set Button 

6. Mode Button 

7. Torchlight 0 n/O pen Display Cover Switch 

8. AM /FM /ALARM Switch 

9. On/Auto/Off Switch 

10. Tuning Knob 

11. Radio Frequency Display 

12. Volume Knob 

13. Volume Level Display 

14. Torch/Flashlight 

15. Earphone Jack 

16. DC Jack 

17. Battery/Dynamo (hand-cranked) Power 
Switch (inside battery compartment) 

18. Torchlight/Radio Battery Compartment 

19. Clock Battery Compartment 
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Power 



Torchlight/Radio Battery Installation 

1. Remove the torchlight/radio battery com- 
partment lid. 

2. Insert two standard or alkaline AAA batteries 
(U M -4 or equivalent; purchase separately) as 
indicated inside the compartment. 

3. Replace the battery compartment lid. 

Clock LCD Battery Activation 

To activate the battery for the clock LCD, pull 
and remove the insulator tab from the small 
battery compartment. 

Note: W hen the clock display begins to dim, 
replace the old battery with a fresh one. 

1. To replace the battery for the clock LCD, 
remove the small battery compartment lid 
using a screwdriver. 

2. Insert one 1.5V alkaline button cell battery 
(G13 or equivalent) positive (+ ) side up. 
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Power 



3. Replace the battery compartment lid using a 
screwdriver. 

Power Selection 

•To operate the unit on battery power, slide the 
BATTERY/DYNAMO switch inside the battery 
compartment to the BATTERY (left) position. 

•To operate the unit on self- gene rated (hand- 
crank) power, slide the BATTERY/DYNAMO 
switch inside the battery compartment to the 
DYNAMO (right) position. 

Note: To avoid the loss of power during clock 
and alarm setting, it is best to initially operate 
the unit on battery power during setup. 

Dynamo Power-Free (Hand Crank) Operation 

1. To operate the unit on self- gene rated power, 
pull the head of the hand crank out and 
position the crank lever so it is parallel to the 
head. (See Power Selection above.) 
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Power 



2. To generate power, continuously wind the 
hand crank clockwise for three minutes. This 
generates enough power to play the radio 
for about 20 - 25 minutes or light the torch 
for about one minute. 

Important: Always begin cranking at a moder- 
ate speed to prevent damage to the gear box. 
Never wind counterclockwise. 



Radio 0 peration 



1. To open the display cover, slide the TORCH- 
LIGHT ON/OPEN DISPLAY COVER switch 
to the OPEN DISPLAY COVER ( Q position. 

2. To turn on the radio, slide the ON/AUTO /OFF 

switch to the ON position. 
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Radio Operation 



3. To select the AM or FM tuner band, slide the 
AM /FM /ALARM switch to either AM or FM. 

4. Rotate the TUNING knob until the desired 
broadcast is received. 

Note: For optimum AM reception, rotate the 
unit horizontally. For optimum FM reception, 
fully extend the telescoping antenna. 

5. Rotate the VOLUME knob until the desired 
listening level is reached. 

6. To turn off the radio, set the ON/AUTO /OFF 
switch to the OFF position. 



Flashlight/Torch Operation 



Slide the TORCHLIGHT ON/OPEN DISPLAY 
COVER switch to the TORCHLIGHT ON ^ 

position. 
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Clock Operation 



Clock Setting 

1. To set the clock, in normal timekeeping 
mode, press the SET button six times. The 
hour appears on the LCD. 

2. To set the hour, press the MODE button 
until the current hour appears on the LCD. 

Note: The clock may be set in 12-hour or 24-hour 
format. To enter 24-hour mode, continually 
press the MODE button until you advance past 
12 p.m. and an "H" appears on the LCD. 

3. To confirm the hour, press the SET button. 
The minutes appear on the LCD. 

4. To set the minutes, press the MODE button 
until the current minutes appear on the LCD. 

5. To confirm the minutes, press the SET but- 
ton. The time setting appears on the LCD. 

6. To confirm all settings and return to normal 
timekeeping mode, press the MODE button. 
The colon between the hour and minutes 
flashes on the LCD to indicate the clock is 
running. 
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Clock Operation 



Note: In 12-hour mode, a "PM " appears on the 
left side of the LCD during p.m. hours. 

Hourly Chime 

1. To set the unit to sound a chime every hour 
on the hour, in normal timekeeping mode, 
press SET once. The alarm time flashes on 
the display. 

2. To activate the hourly chime, press MODE 
three times. An hourly chime >r icon 
appears on the LCD. To return to normal 
timekeeping mode, press SET three times. 

Note: To activate the hourly chime when the 
alarm is also activated, see Alarm Activation 
below. 

Date Setting 

1. To set the month and date, in normal time- 
keeping mode, press SET four times. The 
month appears on the LCD. 

2. To set the month, press the MODE button 
until the current month appears on the LCD. 
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Clock Operation 



3. To confirm the month, press the SET button. 
The date appears on the LCD. 

4. To set date, press the MODE button until 
the current date appears on the LCD. 

5. To confirm all settings and return to normal 
timekeeping mode, press SET three times. 



Alarm 0 peration 



Alarm Setting 

1. To set the alarm time, in normal timekeeping 
mode, press the SET button two times. The 
hour flashes and "AL" appears on the LCD. 

2. To set the alarm hour, press the MODE button. 

3. To confirm the hour, press the SET button. 
The minutes appear on the LCD. 

4. To set the minutes, press the MODE button. 

5. To confirm all settings and return to normal 
timekeeping mode, press the SET button. 
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Alarm 0 peration 



Alarm Activation 

In normal timekeeping mode, press SET once. 
The alarm time appears on the LCD. To activate 
the alarm, press MODE once. The alarm icon 
(«•))) appears on the LCD. To activate the 
alarm with the hourly chime, press MODE 
twice. The alarm and hourly chime ^ icons 
appear on the LCD. To return to normal time- 
keeping mode, press SET three times. Slide the 
ON/AUTO /OFF switch to the AUTO position. 

Wake to Radio or Buzzer 

1. Ensure the alarm indicator appears on the 
LCD and the ON/AUTO /OFF switch is in the 
AUTO position. (See Alarm Activation above.) 

2. To wake to the radio, tune the radio to the 
desired AM or FM station and set the vol- 
ume to the desired listening level. Slide the 
AM/FM/ALARM switch to AM or FM accord- 
ing to the selected radio station. 

3. To wake to the buzzer alarm, slide the 
AM/FM/ALARM switch to the ALARM position. 
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Alarm 0 peration 



Alarm Off 

When the alarm time matches the current time, 
the alarm sounds. To turn the alarm off, slide 
the ON/AUTO /OFF switch to the OFF position. 



Display 



To view the different display modes in order, 
repeatedly press the MODE button. 

1. To view the alarm setting, press MODE once. 

2. To view the date, press MODE twice. 

3. To display the running seconds, press MODE 
three times. 

4. To return to normal timekeeping mode, 
press MODE one more time after the run- 
ning seconds or wait a few seconds. 
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Specifications 



Frequency: 

•FM = 88 - 108 MHz 
•AM = 530 - 1720 kHz 
Output: lOOmWMax 
Power: 

• Clock = DC 1.5V AG-13 / LR-44 Battery x 1 

• Radio = DC 3.0V AAA / U M - 4 Battery x 2 

• Dynamo = Rechargeable Battery x 1 
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Statement of FCC/DHHS Compliance 



WARNING: Changes or modifications to this 
unit not expressly approved by the party 
responsible for compliance could void the 
user's authority to operate the equipment. 

NOTE: This product complies with DHHS Rule 
21 subchapter J at date of manufacture. 

This equipment has been tested and found to 
comply with the limits for a Class B digital 
device, pursuant to Part 15 of the FCC Rules. 
These limits are designed to provide reasonable 
protection against harmful interference in a resi- 
dential installation. This equipment generates, 
uses, and can radiate radio frequency energy 
and, if not installed and used in accordance 
with the instructions, may cause harmful inter- 
ference to radio communications. However, 
there is no guarantee that interference will not 
occur in a particular installation 

If this equipment does cause harmful interfer- 
ence to radio or television reception, which can 
be determined by turning the equipment off 
and on, the user is encouraged to try to correct 
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Statement of FCC/DHHS Compliance 



the interference by one or more of the follow- 
ing measures: 

• Reorient or relocate the receiving antenna. 

•Increase the separation between the equip- 
ment and receiver. 

•Connect the equipment into an outlet on a 
circuit different from that to which the receiv- 
er is connected. 

• Consult the dealer or an experienced radio/TV 
technician for assistance. 



FCC Label Compliance Statement 



This device complies with Part 15 of the FCC 
Rules. 0 peration is subject to the following two 
conditions: (1) This device may not cause harm- 
ful interference, and (2) this device must accept 
any interference received, including interfer- 
ence that may cause undesired operation. 

C€ 

California Proposition 65 Required Statement 

WARNING: The power cord on this product will expose you to 
lead, a chemical known to the State of California to cause birth 
defects or other reproductive harm. Wash hands after handling. 
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WARRANTY 



What Is Covered 

This warranty covers any defects in materials or workmanship, with the excep- 
tions stated below. 

How Long Coverage Lasts 

This warranty runs for 90 days from the date of original purchase. 
What Is Not Covered 

This warranty does not cover damage caused by misuse or use other than as 
intended and described in the product instruction manual, or loss or damage to 
batteries or removable parts. 

What The Sharper Image Will Do 

The Sharper Image will repair any defects in materials or workmanship. In the 
event repair is not possible, The Sharper Image will either replace this product 
with one of similar features and price, or refund the full purchase price of the 
product, whichever you prefer. 

H ow to 0 btain Service 

Return the product and receipt, along with a brief explanation of the problem, 
to: 

T.S.I. - Returns Department 
2901-A West 60th Street 
Utile Rock, AR 72209 

If you have questions please feel free to contact our customer service representa- 
tives at 1-800-344-5555 or by email at care® sharperimage.com. 
This warranty gives you specific legal rights, and you may have other legal rights 
that vary from state to state. 
Copyright 2003 
Sharper Image Corporation 
650 Davis St., San Francisco, CA 94111 
(415) 445-6000 

Shop online: www.sharperimage.com 

Due to continuing improvements, actual product may differ slightly from the 
product described herein. 
VI 09/03 
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